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TO : ae 25X1A 
FROM : Ghief ef Statien, 
SUBJECT: GENERAL ~- OPERATIONS 
speciric- [MN (Navigation Repert ) 20X14 
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1. Transmitted herewith a» | (Navigatien Repert ) with 
the fellewing infermatien: 


a. Missien Number 4019 
b. Date Missien was flewn: 22 December 1956. 


eon Cc. Cemnents : Al ineperative, everlay cemputed frem greund 
plet based en piletage pesitiens and DR.@eurse deviatien due te an 
uncertain cempass errer. Played ceurse away frem denied territery fer 
safety. Alse winds were appreximately 10 knets strenger than used frem 
peints b thru i. Weather undercast, 
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